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Message Text 


UNCLASSIFIED 

PAGE 01 PARIS 05739 061150Z 

67 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 MED-03 10-10 /037 W 

046101 

R 061145Z MAR 75 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 7290 

UNCLAS PARIS 05739 

E.O. 11652: N/A 
TAGS: BEXP, FR 

SUBJECT: RECALL OF DEFECTIVE MEDICAL DEVICE. 

REF: STATE 033703 

1. AS REQUESTED REFTEL, POST CONTACTED DOCTOR GARIETY, 
UNESCO MEDICAL BUYING OFFICE MANAGER, PARIS, REGARDING 
RECALL OF SUBJECT MEDICAL DEVICE. 

2. DOCTOR GARIETY INFORMED US THAT HE WAS UNABLE, REPEAT 
UNABLE, LOCATE THESE DEVICES AT THE UNESCO’S MEDICAL 
SUPPLY OFFICE. 

3. POST WOULD APPRECIATE DEPARTMENT’S ASSISTANCE IN 
LOCATING NAME OF PERSON, OR OFFICE AT UNESCO WHO ORDERED 
SUBJECT DEVICES. 
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